From: 

Khan, Annie (DPH) 

Sent: 

Thursday, December 01, 2005 9:55 AM 

To: 

Salemi, Charles (DPH) 

Subject: 

K-pak bags 

Hi, 



1. Is there any more K-pak bags (6.5" x 8")? Because there is only 2 more left in the box below the wire rack in the 
instrument room. 

2. The heat strip on my heat sealer is wearing out. Whenever you get a chance can you replace it. 


Thanks, 

Annie 
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